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Electricians in Charlotte and Fort Mill 



About FATHER & Son Electric Services Co. 

In these days of businesses that open and close in the same year, it is heartening to many to know 
that Father & Son Electric ServicesCo., Inc. has been in business since 1982. We have been licensed 
and bonded by the Labor, Licensing and Regulation Board in both South Carolina and North 
Carolina as well as locally. We take pride in the work we do and have many years of serving the 
communities to stand behind. 



FATHER & Son Electric Service Co. started in the basement of a family home over 30 years ago. 
Though we've grown quite a bit since then, we still continue to keep our original family business 
mindset. Today we still have the same desire to always treat our customers as if they are kings and 
queens. 

Our quality professional services speak for themselves. Unlike other electricians in Charlotte areas of 
North and South Carolina, FATHER & Son Electric Service Co. has the experience and expertise to 
help you with your entire residential or commercial electrical system. In fact, we're so confident in our 
skills that we offer lifetime warranties for the original owner. 



Licensed, Bonded, and Insured Master Electricians Servicing All the Charlotte 

Areas of North and South Carolina Since 1982: 



Residential Service Commercial Service Free Estimate 
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Our Master Electricians Will Take Care of Your Electrical Needs 

For over 30 years the electrical contractor, which Charlotte home and business owners of North and 
South Carolina have turned to for electrical service, is FATHER & Son Electric Service Co., Inc. 
Unlike other electricians, we're a double value because not only do we offer our customers the best 
electrical services, but we also make sure to provide them with the highest quality customer service. 
Serving our fellow men is one of the founding aspects of our business, and we take it very seriously. 

Because of our efficiency and dedication to both quality and kindness, we've been able to create and 
maintain long term relationships with local clients throughout North and South Carolina, including 
homeowners, residents, businesses, commercial operations, and more. By going above and beyond the 
minimum expectations of our customers, we hope to help create a feeling of family with our customers. 
For us, it's paid off through loyal and long-term clients. 




Residential Electrical 
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on Electric Service Co., Inc. we use our vast experience to help homeowners, realtors, and 
property managers with their electrical service needs. We offer homeowners 24 hour emergency services as 
well as lifetime warranties, according to the NEC (national electric code) and or local codes, on our work for 
the original homeowner. For homeowners, realtors, and property managers looking for a reliable electrical 
contractor in Fort Mill, Charlotte, and other areas of North and South Carolina, we're the company they can 
trust. We can handle home improvement electrical projects as well as projects for new homes. 



Our services will cover all your residential electrical needs, including: 




Commercial Electrical 



Commercial and industrial electrical equipment is especially sensitive and important. It can be 
notoriously complex to work with and, if things go wrong, expensive to replace. That's why you should 
only hire an experienced master electrician in North and South Carolina to take care of the electrical 
needs of your business. We have over 30 years of proven experience serving Fort Mill and Charlotte, so 
you know that you can trust us. 

Our commercial electrical services include the following: 

<♦ Electric Service Upgrades & Panel Changes 
<♦ Correction of Code Violations 

<♦ Dedicated outlets and circuits for 120 volt, 240 volt, 277 volt, and 480 volt 
<♦ Electrical Equipment Installation & Upgrades 
<♦ Troubleshooting & Repairs 
<♦ Equipment Relocation 

<♦ Interior & Exterior Lighting Design & Installations 

<♦ Emergency Lighting & Exit Lights 

<♦ Programmable Controller Installation & Maintenance 

<♦ Power System Analysis 

Surge Protection & Grounding 

<♦ Emergency Backup Generator Transfer Switches 

❖ All Types of Cabling 

For questions about any other commercial electrical service, or for a free estimate, call 
or FATHER & Son Electric Service Co., Inc. We'll be happy to help! 



Electrical Tips for Electrical Repairs, Finding Contractors and more 



Father and Son Electric Service Co. will be using this space to share our expertise, insights and 
industry trends with our community. 



To read the article please just click on the title links below. And to receive your free estimate, 
please just fill out our contact form. 



Thank you! 



Electrical Contractors - How to choose the best contractor 
Current Lighting Trends 
The Benefits of Whole House Surge Protectors 
Arc Fault Breakers: Why You Absolutely Need Them 



Contact Us 




3440 Toringdon Way, Charlotte, North Carolina 28277 
1086 Rolling Park Lane Fort Mill, South Carolina 29715 
North Carolina: 704-499-9898 
South Carolina: 803-802-0057 



http://thefatherson.com 



